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Message Text 


TAGS: OTRA, OCON, TBIO, UK 

SUBJECT: FDA REPRESENTATIVE ATTENDING INTERNATIONAL 
CONFERENCE 


1 . FDA ADVISES THAT ROBERT S. KENNEDY, PHD., CLASSIFICATION 
COORDINATOR, BUREAU OF MEDICAL DEVICES, WILL BE IN THE 
UNITED KINGDOM SEPTEMBER 10-18, 1978. 

2. DR. KENNEDY WILL ATTEND THE THIRD CONFERENCE ON 
MATERIALS FOR USE IN MEDICINE AND BIOLOGY AND WILL PRESENT 
A SCIENTIFIC PAPER ENTITLED "TOXICITY AND TESTING OF 
INFANTS,. THE SPONSORING ORGANIZATIONS ARE THE (A)BRITISH 
CE.AMICS SOCIETY (B) THE BIOLOGICAL ENGINEERING SOCIETY 

(C) THE EUROPEAN SOCIETY FOR BIOMATERIALS 

3. ASSISTANCE OF EMBASSY WILL NOT BE REQUIRED. CHRISTOPHER 
UNCLASSIFIED 
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